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Samet was the editor-in-chief of the 1986 Surgeon 
General's Report on ETS. He has written numerous articles on ETS 
and nonsmoker risk of lung cancer, and has conducted epidemiologic 
studies on ETS and radon. Samet is moderate to extremely "anti" 
in his views. 
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